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Northamptonshire 
Geared bulk Carrier - 38,457 d.w.t. 


Autumn 1978 


(27/09/1978) 


Captain Taylor J.R 
Chief Eng Officer Yates D.C 


Hardy P.S 2nd Eng Officer Eccles W.G.A 
Harris S.N 3rd Eng Officer Taylor R.B 
Grace J.J 4th Eng Officer Coulson G.A 
Greenall C.E Jnr Eng Officer Pickering A.L 
Waller R.A Electrical Officer Campbell N.C 
McNeil R 
C.P.0 PoW.L 
P.O. Chun C.Y 
Cook Yung Y 
Leading Steward WaH.W 
Spring 1979 
(30/04/1979) 
Captain Gowsell K 
Chief Eng Officer Milligan T.W 
Young K.N 2nd Eng Officer Jones F.J 
Corlett R.M 3rd Eng Officer Britton M.A 
Hosick L.G 4th Eng Officer McCaw D.F 
Spiers W.J Jnr Eng Officer Hunt W.L 
Wade C Engineer Cadet Leach J.L 
Mitchell N.J Electrical Officer Stamper A.D 
C.P.O0 PoW.L 
P.O. Chun C.Y 
Cook Yung Y 


Leading Steward WaH.W 





Autumn 1979 


(26/09/1979) 


Captain Taylor J.R 
Chief Eng Officer Yates D.C 


Chief Officer Maxwell A.G 2nd Eng Officer Hartley M.R.W 
2nd Officer Clark C.N 3rd Eng Officer Taylor R.B 
3rd Officer Smith A.G 4th Eng Officer McCormack J 
Deck Cadet Malpass A.J Jnr Eng Officer Grundy R.E 
Radio Officer Barling G Engineer Cadet Crelin M.V 
Purser Oates J.W Electrical Officer Smith-Jaynes K 
C.P.0 PoW.L 


Cook KimL 





